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IC/FAR* RESEARCH PROJECT INFORMATION 
Ist Quarter Fy 1981 


Please attach the appropriate research project summary forms for all projects 
initiated in the lst quarter of Fiscal Year 1981 (and for all other projects 
initiated between January 1, 1980 and September 30, 1980 that have not yet 
been reported) and return them with this completed form to INR/LAR, Room 6842, 
Department of State, Washington, D.C. 20520, on or before January 15, 1981. 
‘Attached is a copy of the "Working Definition" of Foreign Affairs External 
Research to assist you in determining which of your agency's projects should 
be reported. 


Unclassified research project information should be submitted on the Smith- 
sonian Science Information Exchange "Notice of Research Project" (sample 
attached) or on your own agency reporting form, if comparable. This infor- 
‘mation will be cited in the quaetenty publication Government-Sponsored 
Research on Foreign Affairs. 


Classified research project information should be submitted on Department 
of State "Foreign Affairs Research Summary” form DS-1228 (sampie attached). 
This information will be cited in the classified volume of the above publication. 


Please fill in the information requested below. 
Total number of projects initiated in lst quarter 1981: . ] 


Total number of projects initiated between 1/1/80 and 
' 9/30/80 that have not previously been reported: 0 


Total number of project summary sheets attached: 


——s STAT 


Official Submitting Data 
Coordinator for Academic Relations & 
External Analytical Support, NFAC 
Title, Office Symbol 


Central Intelligence Agency 
Agency 


Washington, D.C. 20505_ 
Address 


a ; STAT 


Telephone lumner 
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